Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Central  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

1 

TonoUi  Ltd 

Halton/Peel 

Misc. 

Reg.  337 

Exceeded  daily  concentration  limit  for  lead  (2 

ug/m3). 

Exceeded  daily  concentration  limit  for  TSP  (120 
ug/m3). 

2 

Canada  Metal 

Toronto 

Misc. 

CO 

Failed  to  monitor  for  lead  from  Jan  1  to  Dec  3 1 . 

3 

Ajax  Energy/Energy 
Plus  2000 

York/Durham 

Misc. 

Reg  346 

Released  smoke  causing  an  opacity  exceedance. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  whether  the  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


1 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Eastern  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

4 

Advanced  Process 
Fuels  (aka  -  Enviro 
Fuels) 

Kingston 

Misc. 

CA 

Failed  to  obtain  Certificate  of  Approval 
amendment  -  Jul  7. 

5 

Lafarge  Canada  Inc. 

Kingston 

Industrial 
Minerals 

Reg  346 

Released  dust  causing  an  opacity  exceedance. 

6 

Dupont  Canada  Inc. 

Kingston 

Organic 
Chemicals 

CA 

Failed  to  obtain  Certificate  of  Approval 
amendment. 

7 

Hydro  Agri  Canada 
L.P/S.E.C. 

Kingston 

Inorganic 
Chemical 

Reg  346 
CA 

Released  particulate  exceeding  100  ug/m3. 
Released  NO^  exceeding  2500  ug/m3 
Failed  to  obtain  Certificate  of  Approval 
amendment. 

8 

Longevity  Acrylics 
Inc. 

Kingston 
(Cornwall) 

Misc. 

Reg  346 

►          Exceeded  limit  for  styrene  (400  ug/m3). 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  whether  the  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


2 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Eastern  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

9 

Domtar 

Kingston 
(Cornwall) 

Misc. 

CA 

Released  particulate  exceeding  Certificate  of 
Approval  limit  -  Apr  9,  May  14,  May  31,  Oct 
20,29. 

10 

Transcontinental 
Printing 

Kingston 
(Cornwall) 

Misc. 

CA 

Released  solvents  exceeding  Certificate  of 
Approval  limit  (organic  equivalent  to  methane  at 
100  ppm)  -  Jun  20,  Nov  17. 

11 

Temple  Pembroke 
Inc 

Ottawa 

Misc. 

CA 

Released  particulate  exceeding  Certificate  of 
Approval  limit  (100  ug/m3)  -  May  3. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  wliether  tlie  non-compliance  was  witli  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


3 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Northern  Region 


No. 

IVaiTip  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

12 

Inco  Limited  - 
Smelter  Ontario 
Division 

Sudbury 

Mining 

CO 
SR 

Exceeded  the  stack  limit  of  0.5  ppm  - 1  hour 
average  for  S02  a  total  of  9  times.  (Apr  8,22,  May 
14,19  twice,  Aug  22,  Sep  16,17,  Oct  11) 
Exceeded  the  mobile  unit  limit  of  0.5  ppm  -  1 
hour  average  for  S02  a  total  of  4  times.  (Apr 
19,23,  May  8,26,  Jun  23) 

Released  fugitive  emissions  exceeding  the  limit  of 
0.3  ppm  -  Vi  hour  average  for  S02  a  total  of  45 
times.  (Jan  9  twice,14,15  twice,16  twice,18,  22 
thrice,  Feb  17  twice,18  twice,26,  Mar  8  twice,9,18 
thrice,19,  Apr  7,8,9,16,19  thrice.  May  1 
thrice,2,3,17,  Jun  19,  Aug  6,  Sep  26,  Oct  5,  Dec 
20  twice,21,28  twice) 

13 

Inco  Limited  - 
Copper  Refinery 

Sudbury 

Mining 

CO 

Released  trace  metals  causing  an  opacity 
exceedance. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  wliether  tlie  non-compliance  was  witli  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


4 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Northern  Region 


iNO. 

iName  oi  i^iani 

MOE  Office 
Location 

sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

14 

Falconbridge 
Limited  Smelter, 
Sudbury  Division 

Sudbury 

Mining 

CO 

Exceeded  the  stack  limit  of  0.5  ppm  - 1  hour 
average  for  S02  a  total  of  9  times.  (Jan  23,  Apr  23 
twice,  May  4, 18  twice,  Jun  9,  Aug  17,19) 

15 

Falconbridge  Ltd. 
Kidd  Creek 
Metallurgical  Site 

Timmins 

Mining 

SR 

Released  fugitive  emissions  exceeding  the  limit  of 
0.3  ppm  -  Vi  hour  average  for  S02  a  total  of  9 
times.  (Jan  1,  Apr  22,  Aug  30,  Sep  5  twice,  Sep 
28,  Oct  24,  Nov  20,  Dec  22) 

16 

Malette  Kraft  Pulp 
&  Paper  Power,  a 
Division  of  Tembec 

Timmins 

Misc. 

CA 

Released  total  reduced  sulphur  exceeding 
Certificate  of  Approval  limit  (27  ppb)  a  total  of  21 
times.  (Sep  29,30,  Oct  8,10,15,19,23,24,28,29, 
Nov  l,2,6,7,15,18,20,24,Dec  17,19,29) 

17 

Hood  Logging 
Equipment 

Timmins 

Misc 

CA 

Operating  without  required  Certificate  of 
Approval  for  a  waste  oil  burner. 

18 

Grant  Forest 
Products 

Timmins 

Misc. 

CA 

Released  particulate  exceeding  Certificate  of 
Approval  limit. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  whether  the  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


5 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Southwestern  Region 


No. 

Name  of  Plant 

iviun/  uiiice 
Location 

Sector 

lype  oi 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

1  Q 

xiamiiion 
Construction  Ltd. 

Ddrric 

A/Ti  cr* 

PA 

Failed  to  sample  waste  derived  fuel  as  required  by 
Certificate  of  Approval  condition  -  Feb  11. 

20 

NACAN 

Barrie 

Misc. 

Reg.  346 

Released  particulate  exceeding  limit  (100  ug/m3) 
-  Jan  15. 

21 

LOF  Glass  of 
Canada 

Barrie 

Misc. 

CA 

Failed  to  prepare  operations  and  maintenance 
manual  as  required  by  Certificate  of  Approval 
condition  -  Jan  28. 

22 

Cable  Recycling  Inc. 

Barrie 

Misc. 

CA 

Failed  to  prepare  operations  and  maintenance 
manual  as  required  by  Certificate  of  Approval 
condition  -  Jun  9. 

23 

Environmental 
Control  Systems 

Barrie 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Sep  4. 

24 

PMC  Film  Canada 
Inc. 

Barrie 

Misc. 

CA 

Failed  to  prepare  operations  and  maintenance 
manual  as  required  by  Certificate  of  Approval 
condition  -  Sep  23. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  whether  the  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


6 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Southwestern  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

25 

Jim  Burns  Chev 
Olds 

Barrie 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Oct  20. 

26 

Panolam  Industries 

Barrie 

Misc. 

CA 

Failed  to  reach  prescribed  temperature  in  wood 
incineration  device  in  as  required  by  Certificate  of 
Approval  condition  -  Aug  26. 

27 

Algonquin 
Automotive 

Barrie 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Mar  3 1 . 

28 

Hidden  Hitch 

Barrie 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Mar  3 1 . 

29 

Aston  Resort 

Barrie 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jun  15,  Sep  18. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  whether  the  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


7 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Southwestern  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

30 

Bayex 

Barrie 

Misc. 

CA 

Failed  to  reach  prescribed  temperature  in 
incineration  device  in  as  required  by  Certificate  of 
Approval  condition  -  Jun  9. 
Precipitator  shut  down  during  processing  in  non- 
compUance  with  Certificate  of  Approval  -  Dec  1. 

31 

Pillsbury 

Barrie 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Sep  22. 

32 

Elizabeth  Overend 
Non-Profit  Housing 

Barrie 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jan  22. 

33 

Wolfe  Steel  Ltd. 

Barrie 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Sep  23. 

34 

South  Western 
Ontario  Propane 
Inc. 

Barrie 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  wliether  the  non-compliance  was  witli  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


8 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Southwestern  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

35 

Durham  Furniture 
Ltd 

Owen  Sound 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Feb  3. 

36 

Bluewater  Fibre 

Owen  Sound 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Feb  17. 

37 

Formosa  Springs 

Brewery 

Owen  Sound 

Misc. 

EPA 

Operating  without  required  Certificate  of 

Approval  -  Sep  1 . 

38 

Nordic  Furniture 
Industries  Ltd 

Owen  Sound 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Sep  16. 

39 

St  Clair  Auto  Repair 

Samia 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jul  23. 

40 

Ontario  Auto  Body 

Samia 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jul  23. 

41 

Bayview  Chrysler 
Dodge 

Samia 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jul  23. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  wlietlier  tlie  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


9 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Southwestern  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

42 

Park  Lane  Motors 
Ltd. 

Samia 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jul  23. 

43 

Lambton  Carstar 

Samia 

Misc. 

EPA 

Operating  without  required  Certificate  of 

Approval  -  Jul  23. 

44 

Dustop  Air  Filters 
Inc. 

Samia 

Misc. 

EPA 

Operating  without  required  Certificate  of 

Approval  -  Aug  1 0. 

45 

Vulcan  Containers 

Samia 

Misc. 

EPA 

Operating  not  in  compliance  with  Certificate  of 
Approval  -  Jul  29. 

46 

Lambton  Protective 
Coatings  Inc. 

Samia 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Oct  5. 
►•           Failed  to  install  air  emission  equipment  in 
compliance  with  Cerliilcate  of  Approval. 

47 

Don  Severin 
Construction 

Samia 

Misc. 

EPA 

Operating  without  required  Certificate  of 

Approval  -  Apr  22.  Jun  15. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  whether  the  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (OA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


10 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Southwestern  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

48 

Don  Henry  Heating 
and  Refrigeration 

Samia 

Misc. 

Reg.  189 

hydrochlorofluoro-carbon  (HCFC-22)  -  Aug  4. 

49 

Mr.  K.  Gulati 

Samia 

Misc. 

Reg.  189 

hydrochlorofluoro-carbon  (HCFC-22)  -  Aug  27. 

50 

Professional  Valve 
Service  Ltd. 

Samia 

Misc. 

EPA 

Released  contaminant  when  sandblasting  -  Jun  16 
Operating  wood  waste  combustor  without 
required  Certificate  of  Approval  -  Jun  16. 

51 

Reaumes 
Sandblasting  and 
Welding 

Samia 

Misc. 

Reg.  346 

Released  contaminant  when  sandblasting  -  Aug 
24. 

52 

Chrysler  Canada 

Windsor 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Oct  30. 

53 

West  Windsor 
Pollution  Control 
Plant 

Windsor 

Municipal 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Sep  22. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  whether  the  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


11 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Southwestern  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

54 

Coco  Paving  (1990) 
Inc. 

Windsor 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Oct  27. 

Lafarge  Canada  Inc, 
Woodstock  Plant 

London 

Industrial 
Minerals 

Keg.  J4o 

Released  particulate  causing  an  opacity 
exceedance  -  Mar  11,27,  May  17,19,22,  Jun 
18,19,  Jul  15,19,  Aug  6,11,21,31,  Sep  6,  Oct  13, 

Nov  10. 

56 

Blue  Circle  Cement 

London 

Misc. 

Reg.  346 

Exceeded  daily  concentration  limit  for  TSP  (100 
ug/m3)  -  Sep  26. 

57 

Standard  Products 
Canada  Ltd. 

London 

Misc. 

Reg.  346 

► 

Exceeded  limit  for  xylene  (2300  ug/m3)  -  Jul  23. 

58 

Glavin  Sandblasting 

London 

Misc. 

Reg.  346 

Released  contaminant  when  sandblasting  -  Aug 

20. 

59 

Cardinal  Kitchens 

London 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Oct  27. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  whether  the  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


12 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


Southwestern  Region 


No. 

Name  of  Plant 

MOE  Office 

T.orfitinfi 

Sector 

Type  of 

^^UMMV'^l.  MM 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

60 

C  and  C  Abrasives 

London 

Misc. 

EPA 

Operating  without  required  Certificate  of 

i^iJiJLxjy  ai     ivxdy  /  . 

61 

Oxford  Truck  and 

Trailer 

London 

Misc. 

CA 

Failed  to  operate  in  compliance  with  Certificate  of 

Approval  condition  -  Jun  24. 

62 

National  Research 

Council  of  Canada 

London 

Misc. 

CA 

Failed  to  operate  in  compliance  with  Certificate  of 

Approval  condition  -  Jun  30. 

63 

Tiltran  Services 

London 

Misc. 

CA 

Failed  to  operate  in  compUance  with  Certificate  of 
Approval  condition  -  Jul  22. 

64 

N.J.  Spivak  Ltd. 

London 

Misc. 

CA 

Failed  to  operate  in  compUance  with  Certificate  of 
Approval  condition  -  Jul  23. 

65 

MWSP  Industrial 
Coatings 

London 

Misc. 

CA 

Failed  to  operate  in  compliance  with  Certificate  of 
Approval  condition  -  Jul  24. 

66 

TCR  Environmental 

London 

Misc. 

CA 

Failed  to  operate  in  compUance  with  Certificate  of 
Approval  condition  -  Nov  27. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  wliether  tlie  non-compliance  was  witli  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


13 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


West  Central  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

67 

American  Standard 

Guelph 

Misc. 

Reg.  346 

Exceeded  limit  for  fluoride  (4.3  ug/m3)  -  Jan  19. 

68 

Stelco 

Hamilton 

Iron  and 
Steel 

Reg.  346 

Released  particulate  causing  an  opacity 
exceedance. 

69 

Dofasco 

Hamilton 

Iron  and 
Steel 

Reg.  346 

Released  particulate  causing  an  opacity 
exceedance. 

70 

Columbian 
Chemicals 

Hamilton 

Inorganic 
Chemicals 

Reg.  346 

Released  particulate  causing  an  opacity 

exceedance. 

71 

Lafarge 

Hamilton 

Industrial 
Minerals 

CA 

Failed  to  comply  with  Certificate  of  Approval 
condition  re  noise. 

72 

Albright  &  Wilson 

Hamilton 

Inorganic 
Chemicals 

CA 

Failed  to  comply  with  Certificate  of  Approval 
condition  re  recordkeeping. 

73 

Ontario  Hydro  TGS 

Hamilton 

Electric 
Power 

Reg.  346 

Released  particulate  causing  an  opacity 
exceedance. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  whether  the  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 
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Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


West  Central  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

74 

Elettra  Technologies 

Hamilton 

Misc. 

Reg.  346 

Exceeded  limit  for  styrene  (400  ug/m3). 

75 

SWARU 

Hamilton 

Municipal 

Reg.  346 

Released  particulate  causing  an  opacity 
exceedance. 

76 

Advantage  Trailer 
Manufacturing 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jan  27  -  Sep  15. 

77 

Anno's  Autobody 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 

Approval  -  May  28  -  Dec  3 1 . 

Failed  to  comply  with  Field  Order  -  Dec  1  -  Dec 

31. 

78 

Bermuda  Islands 
Inc. 

Niagara 

Misc. 

EPA 

Released  particulate  causing  an  adverse  affect  - 
Jang. 

79 

Cars  &  Parts  Auto 

Niagara 

Misc. 

CA 

Failed  to  operate  in  compUance  with  Certificate  of 
Approval  condition  -  Feb  3. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  whether  the  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


15 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


West  Central  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

80 

Cataract  Towing  & 
Recovery 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jul  20  -  Dec  31. 

81 

Central  Fabrication 
&  Welding 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Dec  4  -  Dec  31. 

82 

Court  Valve 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Oct  19  -  Dec  31. 

83 

Cunningham 
Foundry 

Niagara 

Misc. 

EPA 

Failed  to  notify  Ministry  regarding  contaminant 
release  -  May  15. 

84 

CYRO  Canada  Inc. 

Niagara 

Misc. 

CA 

Released  methyl  acrylate  exceeding  Certificate  of 
Approval  limit  ( 4  ug/m3)  -  Dec  23. 

85 

Dave's  Restoration 
&  Body  Shop 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jun  8  -  Nov  1. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  whether  the  non-compliance  was  with  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 
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Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


West  Central  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

86 

Empire 

Transportation  Ltd. 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jan  1  -  Dec  31. 

87 

Erie  Powder 
Coatings 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jan  1  -  Jun  23. 

88 

Green  Line 
Equipment 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jan  1  -  Dec  31. 

89 

Gregoire 
Maintenance 

Niagara 

Misc. 

EPA 

► 

Released  particulate  from  sandblasting  causing  an 
adverse  affect  -  Jun  2. 

90 

Import  Auto 
Collision 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jan  1  -  Mar  10. 

91 

ITT  Automotive 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  May  31  -  Oct  15. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  wliether  the  non-compliance  was  witli  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 
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Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


West  Central  Region 


No. 

Name  of  Plant 

MOF  Offirp 
Location 

Sector 

Tvnp  nf 
±yjje  ui 

Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

92 

J.S.  Parker 
International  Ltd. 

Niagara 

Misc. 

EPA 

Released  paint  fumes  causing  an  adverse  affect  - 
Jan  1  -  Dec  31. 

93 

Lincoln  County 
Humane  Society 

Niagara 

Misc. 

EPA 

Released  crematorium  smoke  causing  an  adverse 
affect  -  Mar  9. 

94 

Manhattan  (Acryx 
Industries  Inc.) 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jan  19  -  Dec  31. 

95 

Maple  Leaf  Garage 
&  Auto  Bodies 
Limited 

Niagara 

Misc. 

CA 

Failed  to  re-apply  in  accordance  with  Certificate 
of  Approval  condition  -  January  1  -  Sep  12. 

96 

Parker  Hannifin 

Niagara 

Misc. 

CA 

Failed  to  prepare  operations  manual  as  required 
by  Certificate  of  Approval  condition  -  Oct  21. 

97 

Pinty's  Premium 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Dec  1  -  Dec  31. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  wliether  the  non-compliance  was  witli  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 
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Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


West  Central  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

98 

Randy  Colyn 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Nov  4. 

99 

S.G.S  Fibreline 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Feb  9  -  May  1. 

100 

Service  Pro  Collision 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Nov  16. 

101 

Sicard  Holiday 
Campers 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jan  1  -  Jan  22. 

102 

Silver  St. 
Automotive 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Nov  19  -  Dec  31. 

103 

Steve  Ratkovsky  & 
Son  Inc. 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Jul  31. 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  wliether  tlie  non-compliance  was  witli  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 


19 


Non-Compliance  with  a  Legal  Requirement 


Ministry  of  Environment 


West  Central  Region 


No. 

Name  of  Plant 

MOE  Office 
Location 

Sector 

Type  of 
Concern 

Status  Report  based  on  Information  Received 
from  Jan  1  -  Dec  31, 1998 

104 

The  Exolon  ESK 
Company  of  Canada 
Limited 

Niagara 

Inorganic 
Chemicals 

EPA 

Released  particulate  causing  an  adverse  affect  - 
May  25. 

105 

Timberwood  Custom 
Kitchens  & 
Furniture 

Niagara 

Misc. 

CA 

Failed  to  prepare  operations  manual  as  required 
by  Certificate  of  Approval  condition  -  Mar  31. 

106 

Wimpy's  Diner 

Niagara 

Misc. 

EPA 

Operating  without  required  Certificate  of 
Approval  -  Sep  1 0  -  Den  31 

April  20/99 
Notes: 

1.  Type  of  Concern  indicates  wliether  tlie  non-compliance  was  witli  a  Control  Order  (CO),  Certificate  of  Approval  (CA),  Sectoral  Regulation  (SR).  specific  regulation  or  Act. 
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